AMENDMENT NO. 4 MAY 2013 TO IS 1061 : 1997 DISINFECTANT FLUIDS, PHENOLIC TYPE -- SPECIFICATION
( Fourth Revision ) (Page 1, clause 4.1.1, line 3) -- Substitute `and/or' for `or'. (Page 1, clause 4.1.1, line 6) -- Substitute `dark  brown' for `black'. (Page 2, clause 4.1.2, line 3) -- Substitute  `and/or'  for `or'. (Page 1, clause 4.1.2, line 6) -- Substitute `white   to   off   white' for `white'. (Page 7, clause C-2.2, Note, line 4) -- Insert `IMTECH, Chandigarh'   after the word `Kasauli'.
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